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Foreword 


The  National  Center  for  Health  Services  Research  and  Health  Care  Technology 
Assessment  (NCHSR)  has  made  available  data  tapes  for  sale  to  the  public  on 
projects  that  are  applicable  to  a  wide  variety  of  research,  training,  and 
other  health  care-related  activities.    The  tapes  were  developed  from  research 
conducted  by  NCHSR  staff  or  through  investigations  funded  by  NCHSR  grants  and 
contracts. 

This  brochure  represents  the  first  updated  listing  since  1981  of  available 
computer  tapes  and  describes  content  and  documentation.    Tapes  contain 
information  on  specific  study  characteristics  and  have  been  included  for  their 
potential  usefulness  as  data  bases  in  longitudinal  studies.    The  majority  are 
formatted  for  use  on  mainframe  computer  systems  as  Extended  Binary  Code 
Decimal  Interchange  Code  (EBCDIC)  files;  a  few  tapes  are  formatted  in  the 
American  Standard  Code  for  Information  Interchange  (ASCII).    Data  from 
substudies  of  selected  projects,  such  as  the  1977  National  Medical  Care 
Expenditure  Survey  and  the  1987  National  Medical  Expenditure  Survey,  are  also 
available  as  Statistical  Analysis  System  (SAS)  files.    SAS  tapes  are  produced 
to  provide  the  user  with  a  faster  and  easier  route  for  extrapolation  of  study 
data  and  will  continue  to  be  produced  as  need  dictates.  Tapes  can  be  purchased 
from  the  National  Technical  Information  Service  using  ordering  information 
provided  in  this  brochure. 


J.  Michael  Fitzmaurice,  Ph.D. 
Di  rector 
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AAMC  Longitudinal  Study  of  Medical  School  Graduates  of  1960 


The  data  for  this  study  were  obtained  from  1,850  graduates  of  28  medical 
schools  in  the  United  States.    Initial  data  were  collected  when  the  students 
entered  medical  school  in  1956,  and  final  data  were  collected  on  their 
practice  characteristics  in  1976.    About  49  variables  were  identified  for 
close  scrutiny.    The  variables  were  placed  in  six  categories:  general 
background  factors,  personal  qualities  or  attitudes  in  medical  school, 
achievement  measures  obtained  during  medical  school,  characteristics  of 
premedical  college  attended,  characteristics  of  medical  school  attended,  and 
personal  factors  at  the  time  of  graduation  that  might  operate  as  constraints 
on  future  choices. 

To  obtain  more  information  on  use  and  cost  contact:  American  Association  of 
Medical  Colleges,  Suite  200,  1  Dupont  Circle,  Washington,  DC  20036. 


ADTECH — Impact  of  Administrative  Technology  on  Acute  Bed  Need  (Software) 

This  computerized  planning  model,  referred  to  as  ADTECH,  contains  the  computer 
source  code  (written  in  PL/1)  used  in  the  study  "Impact  of  Administrative 
Technology  on  Acute  Bed  Need."    Included  are  the  main  simulation  programs  used 
to  assess  the  impact  of  admission  scheduling  systems,  outpatient  surgery 
programs,  and  preadmission  testing  programs  on  a  hospital's  bed  complement. 
Also  included  are  five  utility  subroutines.  Tape  compilation  date:  1981. 

The  study  was  carried  out  by  James  B.  Martin,  Department  of  Hospital 
Administration,  The  University  of  Michigan,  Ann  Arbor. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  density 
Order  number:  PB81-1 60491  (tape  package) 

PB81 - 1 60525  (documentation  only,  6  items) 

PB81-160509 

PB81-160517 

PB81-160533 

PB81-160541 

PB81-160558 


Automated  Problem-Oriented  Medical  Information  System  (PROMIS,  Software  Tape) 

These  files  contain  information  on  the  problem-oriented  medical  information 
philosophy,  embodied  in  a  computer  system,  that  was  developed  by  the  PROMIS 
Laboratory,  University  of  Vermont.    Solutions  to  important  problems  in 
medicine  via  innovations  in  the  practice  of  medicine  and  in  the  design  and  use 
of  computer  hardware  and  software  were  developed.    Users  of  the  system  can 
make  selections  from  a  body  of  medical  data  via  a  VDT.    It  is  recommended  that 
Functional  Specification  of  a  PROMIS  Instance  System  (paper  copy)  be  reviewed 
before  the  tapes  are  ordered.    The  functional  specification  describes  the 
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building  blocks  of  this  system—the  medical  data  base  language,  application 
programming  languages,  software  modularization,  and  file  systems. 

The  tapes  and  documentation  are  updated  periodically.    The  tape  was  produced 
on  a  Sperry-Uni vac ,  V77-600  model,  VORTEX  version  E.2  operating  system.  The 
software  is  written  in  FORTRAN,  COBOL,  DASMR,  STRAP,  and  PPL.  Tape  compilation 
date:  1982. 

Character  set:  ASCII  (modified) 

Distribution  media:    9  track,  1600  or  6250  bpi 
Order  number:  PB82-140567  (tape  package) 

PB82-140526  (documentation  only,  4  items) 

PB82-140534 

PB82-140542 

PB82-140559 


Automated  Problem-Oriented  Medical  Information  System  (PROMIS)  Data  Tape: 
Final  Report,  1981 

The  overall  goals  of  PROMIS  are  threefold.    First,  that  the  medical  record, 
utilizing  a  "problem-oriented"  approach  be  the  instrument  to  implement  the 
following  objectives:    (1)  to  facilitate  good  patient  care  by  making 
immediately  available  (in  minutes)  to  the  individual  physician  a  complete, 
updated  list  of  problems  on  any  patient  and  by  providing  simultaneously,  as  a 
unit,  all  the  data  in  sequence  (narrative,  laboratory,  etc.)  pertinent  to  any 
of  these  problems;  (2)  to  provide  all  data  on  epidemiological  and  research 
endeavors  on  any  given  problem;  (3)  to  make  possible  a  medical  audit;  (4)  to 
make  possible  a  business  audit  to  assess  the  physical,  financial,  and  time 
resources  that  go  into  the  solution  or  management  of  a  given  problem;  and  (5) 
to  provide  problem-oriented  records  that  can  serve  as  the  basis  for  clinical 
medical  education.    The  second  goal  is  that  the  technique  of  recordkeeping  be 
the  basis  for  the  beginning  realization  of  the  objectives.    And,  finally,  that 
a  real-time  computer  system  be  used  to  overcome  the  data  distribution  and  time 
barriers  that  are  insurmountable  on  a  manual  basis  using  conventional  and 
clinical  medical  records.    The  advantages  of  the  PROMIS  system  are  that  (1) 
information  on  specific  problems  is  not  dependent  upon  the  memories  of 
individuals;  (2)  the  logic  of  all  actions  is  preserved  without  ambiguity;  (3) 
efforts  of  all  persons  involved  in  patient  care  are  coordinated;  and  (4) 
feedback  is  given  that  is  used  to  evaluate  and  improve  the  performance  of 
health  care  providers.    Tape  compilation  date:  1981. 

Character  set:  ASCII 

Distribution  media:  9  track,  1600  or  6250  bpi 
Order  number:  PB82-140518  (tape  package) 

PB82-140526  (documentation  only,  4  items) 

PB82-140534 

PB82-140542 

PB82-140559 
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CLINIC  Simulation  Model  (Software) 


The  CLINIC  model  is  a  Monte  Carlo  simulation  that  can  replicate  a  large 
variety  of  outpatient  medical  and  health  facilities.    The  model  is  a  tool  to 
improve  patient  flow  by  determining  patient  waiting  time  and  provider 
utilization,  which  will  assist  both  in  the  design  of  new  facilities  and  in  the 
redesign  and  management  of  existing  facilities.    Input  variables  include  the 
types  of  primary  providers,  the  number  of  each  type  of  provider,  their  work 
schedules,  and  their  referral  patterns.    The  number  and  times  of  arrival  of 
appointment  patients  are  controlled  separately  for  each  physician. 

The  model  was  developed  by  K.  Cowles,  University  Computing  Center,  University 
of  Massachusetts ,  Amherst.    It  is  written  in  FORTRAN  for  implementation  on 
CDC,  Cyber  74  model,  NOS  operating  system.    Tape  compilation  date:  1977. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB- 27203 6  (tape  package) 

PB-262229  (documentation  only) 


A  Controlled  Experiment  To  Evaluate  the  Impacts  of  Incentive  Payments  on 
Nursing  Home  Admissions,  Discharges,  Case  Mix,  Care,  Outcomes,  and  Costs: 
Facility,  Study,  and  Resident  Tapes,  Documentation  Materials 

A  major  demonstration  was  designed  by  NCHSR  to  test  the  efficacy  of  an 
incentive  reimbursement  system  for  Medicaid  nursing  home  services.  Incentive 
payments  were  based  on  a  resident's  discharge  potential,  need  for  human 
assistance  in  activities  of  daily  living  (ADL),  and  need  for  specialized 
services.    The  study  was  conducted  in  36  proprietary,  Medicaid-certified 
skilled  nursing  homes  in  San  Diego  (CA)  county  during  the  period  of  November 
1980  to  April  1983.    Three  tapes  are  available:    Facility  Materials  includes 
the  facility  profile  files  (they  contain  data  on  facility  characteristics  such 
as  ownership,  certification,  staffing,  beds,  inpatient  data,  resident 
information,  and  other  computed  variables)  and  organizational  characteristics 
(administrative  and  organizational  data);  Resident  Materials  (resident  data 
and  characteristics);  and  the  Study  Materials  (substudy  analytical  data). 
Documentation  is  included  with  each  tape.    The  documentation  report  (824 
pages)  describes  the  study  design  and  data  collection  process  and  procedures 
and  summarizes  the  purpose,  content,  and  schedule  of  all  data  forms. 
Descriptions  of  the  resident,  facility,  and  substudy  analytical  files  are 
included  as  well  as  a  data  dictionary  listing  all  variables  and  their  data  and 
file  sources.    Tape  compilation  date:    1986  . 


Character  set:  EBCDIC 
Distribution  media:    9  track,  1600  or  6250  bpi 
Order  number:  PB86-225547  (resident  materials) 

PB86-248267  (study  materials) 
PB86-225562  (facility  materials) 
PB86-225554  (documentation  only) 
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Determinants  of  Service  Intensity  Data  Tape:    Reabstracted  Professional 
Activities  Study  Data  and  AHA/AMA  Data  for  17  Study  Hospitals 

This  file  contains  data  from  17  hospitals  across  the  nation.    The  tape 
documentation  contains:    data  reabstracted  from  1,799  medical  records  to 
validate  the  Professional  Activities  Study  (PAS)  abstract  data,  based  on  same 
records  (file  1),  and  data  from  the  American  Hospital  Association  (AHA)  and 
the  American  Medical  Association  (AMA)  describing  the  services  provided  by 
each  hospital  and  the  qualifications  of  their  medical  staff  (file  2).  The 
final  report  contains  a  copy  of  the  original  PAS  abstraction  form  and  the 
coding  manual  for  reabstracti on  study.    Some  data  on  services  used  by  patients 
are  more  detailed  in  the  reabstraction  information  than  in  the  PAS  abstract. 
Tape  compilation  date:  1980. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB80- 115710  (tape  package) 

PB80-115728  (documentation  only,  2  items) 

PB80-287365 


Emergency  System  Simulator:    Overview,  User's  Guide,  Flow  Chart  (Software 
Tape) 

This  data  file  contains  information  on  the  Emergency  System  Simulator  (ESSIM), 
an  event-paced  simulation  model  that  allows  planners  to  investigate  the 
i nterdependenci es  among  various  elements  comprising  emergency  systems. 
Because  this  model  explicitly  considers  communications  capabilities, 
transportation  resources,  and  hospital  emergency  department  resources,  it  can 
address  a  variety  of  system  planning  issues.    The  model  addresses  the 
following:    structure  of  cachement  areas  for  emergency  services;  adequacy  of 
facility  number  and  resources  of  region  based  on  need;  categorization  of 
existing  facilities  and  impact  of  categorization;  categorization  of 
ambulances;  adequacy  of  number  of  ambulances  based  on  regional  needs  and  base 
location;  efficacy  of  triage  practices;  and  efficiency  and  use  (in  time- 
saving)  of  voice  communications  between  ambulances  and  emergency  room.  The 
software  is  written  in  PL/1  programming  language.    Tape  compilation  date: 
1976. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB-254202  (tape  package) 

PB-254203  (user's  guide) 

PB-254204  (user's  overview) 


Empirical  Hospital  Organization  Research  Codes  and  Abstracts  File  (1960-1979) 

This  data  file  was  produced  to  aid  further  studies  of  hospital  organization 
and  its  impact  on  medical  care  delivery  and  costs.    The  data  base  contains 
abstracts  and  codes  from  2,017  economic,  administrative,  management,  and  other 
hospital  organization  studies  conducted  in  the  1960s  and  1970s.    The  abstracts 
files  contain  title,  author,  publication  references,  keywords,  and  methods 
used.    The  codes  files  are  designed  for  direct  analysis  of  trends  in  hospital 
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research  and  identify  specific  studies  dealing  with  a  particular  variable  or 
combination  of  variables.    Numerically  coded  variables  include  pol  icy-rel  event 
factors  such  as  cost  containment,  technology,  and  manpower;  descriptive 
characteristics,  evaluative  variables;  and  conceptual  content.    The  data  file 
can  be  used  to  analyze  characteristics  and  results  of  published  literature  and 
to  retrieve  subsets  of  studies  dealing  with  a  particular  topic  or  combination 
of  topics  and  study  characteristics.    No  separate  documentation  is  available 
for  this  data  tape.    Tape  compilation  date:  1984. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB84-177286  (tape  package) 


An  Evaluation  of  Day  Hospital  Service  in  Rehabilitation  Medicine  (Data  Tape) 

This  tape  contains  data  collected  on  clients  in  a  randomized  trial  for 
evaluation  of  a  day  hospital  service  in  rehabilitation  medicine.    From  556 
screened,  96  were  accepted  based  upon  intake  criteria  and  randomized  into 
experimental  (day  hospital)  and  control   (inpatient)  groups.    The  data  include 
socioeconomic  characteristics  and  measures  of  physical,  psychological,  and 
social  well-being  taken  at  intake,  postintake,  and  postdi scharge  intervals. 
The  tape  contains  97  files,  comprising  client  data  files  and  accompanying 
Statistical  Program  for  Social  Sciences  (SPSS)  files.    The  accompanying 
documentation  (user's  manual)  provides  a  codebook  for  each  data  file  in  the 
same  order  that  it  appears  on  the  tape  and  details  the  location,  variable 
name,  format,  and  coding  of  individual  data  items,  as  well  as  the  coding  forms 
with  descriptions  of  how  they  were  used.    Tape  compilation  date:  1982. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB82-134941  (tape  package) 

PB82-134958  (documentation  only,  7  items) 

PB82-134966 

PB82-134974 

PB82-134982 

PB82-134990 

PB81-209553 

PB80-178593 


Experimental  Health  Services  Delivery  System  Family  Health  Survey:  Codebook 
for  the  Household  Health  Survey 

This  tape  contains  data  from  the  family  health  surveys  conducted  in  17 
communities  participating  in  the  Experimental  Health  Services  Delivery  System 
(EHSDS)  program  of  the  NCHSR.    The  surveys  were  conducted  to  assess 
utilization  of  health  services,  need  for  health  service  (disability),  and 
barriers  to  care,  as  well  as  other  items  of  local  interest.    The  EHSDS  Family 
Health  Survey  data  file  contains  information  collected  in  1972  or  1973  from 
94,969  individuals  who  were  selected  by  probability  samples  in  each  of  the  17 
EHSDS  sites.    Descriptions  of  the  survey  communities,  methodologies, 


questionnaire  content,  file  format,  and  file  sizes  are  contained  in  the 
accompanying  codebook.    Tape  compilation  date:  1976. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB-248290  (tape  package) 

PB-248291  (documentation  only) 


Financial  Planning  Model  for  Health  Maintenance  Organizations  (Software  Tape) 

This  file  contains  all  necessary  programs  and  data  to  create  a  computerized 
financial  planning  model  for  a  health  maintenance  organization  during  its 
feasibility,  planning,  and  developmental  stages.    The  study  was  done  by  the 
University  of  Massachusetts,  Department  of  Industrial  Engineering  and 
Operations  Research. 

The  technical  and  design  data  used  to  develop  the  model  are  described  in  two 
volumes:    Ambulatory  Care  Systems:    Volume  IV.    Designing  Medical  Services  for 
Health  Maintenance  Organizations  and  Volume  V.  Financial  Design  and 
Administration  of  Health  Organizations,  both  by  John  R.  Coleman  and  Frank  C. 
Kaminsky,  Lexington  Books,  D.C.  Health,  Lexington,  MA.    The  software  is 
written  in  COBOL.    Tape  compilation  date:  1978. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB-280685  (tape  package) 

PB-280686  (documentation  only) 


Health  Services  Utilization  and  Expenditures,  1970  Survey 

This  file  contains  data  from  the  1970  national  health  care  survey  conducted  at 
the  Center  for  Health  Administration  Studies,  University  of  Chicago,  by  Dr. 
Ronald  Andersen  and  Dr.  Odin  Anderson.    The  data  are  from  interviews  with 
11,619  persons.    Information  is  available  for  each  individual  on  health 
services  utilization  and  expenditures;  health  insurance  coverage;  demographic, 
social,  and  economic  characteristics;  and  health  status.    The  inner  city  poor, 
rural,  and  aged  were  oversampled  in  this  survey,  but  weights  are  available 
that  adjust  for  this  and  make  national  estimates  possible  for  the 
noni nsti tutional  ized  population  in  1970.    Also  included  in  the  file  are 
utilization  and  expenditure  data  on  the  sample  respondents  from  hospitals, 
physicians,  and  insurance  companies. 

The  data  file  was  produced  on  an  IBM  370  model,  370  MODI 68  US2  REL  01.7 
operating  system.  Order  from  the  National  Archives  and  Record  Service, 
Machine-Readable  Archives  Division,  Washington,  DC  20409. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  bpi 

Order  number:  Archives  Record  Group  No.  90  (tape) 

Accession  No.  375-174  (documentation) 
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Home  Healthcare  Team:    Randomized  Trial  of  New  Team  Approach  to  Home  Care 
(Data  File) 

The  tape  contains  data  on  a  randomized  trial  of  a  new  team  approach  to  home 
care.    The  Home  Healthcare  Team  Approach  met  with  great  satisfaction  from 
patients  and  even  more  from  their  families.    It  allowed  patients  to  stay  out 
of  the  hospital  more  often  than  their  controls  and  made  it  possible  for  more 
patients,  if  they  preferred,  to  remain  and  die  at  home.    It  provided  the 
necessary  medical  and  psychosocial  support  to  families  providing  informal  care 
at  home.    No  significant  trends  in  change  of  physical,  mental,  or  functional 
disability  were  found  that  favored  either  the  team  or  control  patients.  Team 
patients  experienced  less  institutionalization  than  the  controls,  with  38 
percent  fewer  hospital  days  and  59  percent  fewer  nursing  home  days.  Overall, 
costs  for  the  team  treatment  approach,  including  both  in-  and  out-of-home 
treatment,  were  nearly  10  percent  lower,  averaging  $47.83  per  day  compared 
with  $52.33  for  the  controls.    The  variance  in  the  out-of-home  day  cost  for 
the  controls  was  substantially  greater  than  for  the  team  patients,  suggesting 
greater  control  and  predictability  of  hospital  costs  for  the  patient  under  the 
close  team  surveillance  and  care.    Tape  compilation  date:  1984. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB84-163930  (tape  package) 

PB84-163948  (documentation  only,  2  items) 

PB84-163955 


Hospital  Management  Systems  Demonstration  (Software) 

This  tape  contains  26  separate  files  and  hard  copy  output  that  describe  five 
broad  program  areas.    These  areas  are  (1)  Admissons  Game,  (2)  Admissions 
Simulator  System,  containing  PAS  data  conversion,  simulator  data  preparation 
from  PAS  converted  data,  and  admissions  simulator,  (3)  Manpower  Budget  System, 
(4)  Nurse  Scheduling  System,  and  (5)  Nurse  Allocation  System. 
Specifications    and  documentations  of  these  systems  are  addressed  in  the 
document  entitled,  Hospital  Management  Systems  Demonstration  Computer  Program 
Speci  f  ications  .    Tape  compilation  date:  1976. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB-252536  (tape  package) 

PB-252527  -  PB-252535  (documentation  only,  9  items) 


Hospital  Management  Systems  Demonstration  Program  Tape:  Final  Report 

This  tape  contains  56  separate  files  and  a  program  documentation  report 
entitled,  The  Admissions  Scheduling  and  Control  System:    A  Comprehensive 
Hospital  Admissions  Modeling  and  Simulation  System  II.    Developed  by  the 
Bureau  of  Hospital  Administration,  University  of  Michigan,  the  data  were 
designed  to  model  and  simulate  typical  as  well  as  atypical  hospital 
configurations,  including  progressive  care  step-down  units.    The  programs  lend 
themselves  to  update,  refinements  in  the  modeling  methodology,  and 
augmentation  to  accommodate  the  development  of  operating  room  scheduling  and 
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nurse  staffing  methodologies  based  on  the  Admissions  Scheduling  and  Control 
System  Models.    The  report  consists  of  documentation  for  the  dual  program 
simulation  systems  "MODELUP"  and  "NEWSIM"  written  in  PL/1  and  an  alternate 
version  of  the  dual  program  simulation  routine  called  "CHAMSS"  using  an  IBM 
360/370  assembly  coded  simulation  routine  in  lieu  of  the  PL/1  version. 
MODELUP  and  NEWSIM  are  currently  implemented  on  an  AMDAHL  470V/6  with  a  core 
capacity  of  about  four  megabytes  and  operates  under  the  University  of  Michigan 
Terminal  System  Operating  System.    Adjusting  for  a  few  facility  subroutines, 
both  can  be  implemented  on  any  computer  system  that  supports  the  IBM  PL/1  (f) 
compiler  and  has  sufficient  core  capacity.    An  earlier  version  (interim 
report)  of  the  Admissions  Scheduling  and  Control  System  Simulator  is 
available.    This  report  is  written  in  FORTRAN  and  has  been  tested  and  proven 
reliable.    Tape  compilation  date:  1978. 

Character  set:  EBCDIC 

Distribution  media:    9  track  1600  or  6250  bpi 

Order  number:  PB-280652  (tape  package) 

PB-280633  -  PB-280651  (documentation  only,  19  items) 


ICDA-8  Abbreviation  Tape,  List  Programs,  and  Update  Programs 

A  user's  manual  describes:    The  need  for  short  (in  most  cases,  30  letters  or 
less)  English  language  abbreviations  for  the  definitions  of  each  disease, 
condition,  or  procedure  code  contained  in  the  8th  Revision  of  the 
International  Classification  of  Diseases,  Adapted  (ICDA-8);  an  approach  to 
meeting  this  need  through  provision  of  an  English  language  abbreviation  list 
stored  on  magnetic  tape;  the  tape  format;  and  other  information  required  to 
use  the  tape,  including  update  and  list  programs  stored  on  the  same  tape.  The 
intended  users  of  the  abbreviation  list  and  programs  are  hospital  discharge 
abstract  services  and  others  dealing  with  ICDA-8  codes.    The  software  is 
written  in  FORTRAN.    Tape  compilation  date:  1975. 


Character  set: 
Distribution  media: 
Order  number: 


EBCDIC 

9  track,  1600  or  6250  bpi 
PB-239729  (tape  package) 
PB-239730  (documentation  only) 


Long-Term  Care  Alternatives:    Section  222,  Day  Care  and  Homemaker 
Demonstrations  (LTC  003  Data  Tape) 

This  LTC  003  data  tape  has  two  files  and  one  document  describing  the  data 
collected  on  1,800  long-term  care  clients  from  six  demonstration  sites.  It 
details  methods  used  in  machine  processing  and  collecting  of  data,  the  coding 
of  the  individual  data  items,  and  the  potential  problems  and  limitations  of 
the  data.    Data  quality,  file  formats,  and  tape  specifications  are 
discussed.    The  Patient  Master  File  contains  a  record  for  all  participants 
sorted  by  demonstration  site  and  case  number.    The  Bill  Summary  File  contains 
records  of  bills  paid  for  each  participant  for  expanded  Medicare  benefits 
wi  thi  n  the  demonstration  and  conventional  Medicare  benefits  outsi  de  of  the 
demonstration  sorted  by  demonstration  site  and  participant  case  number.  The 
documentation  contains  descriptive  overviews  of  the  files,  discussion  of  data 
quality,  file  formats,  and  tape  specifications.    The  file  format  notations 
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include:    column  location,  variable  name,  variable  number,  field  size,  field 
and  character  type,  source  of  question,  and  coding  categories.  Tape 
compilation  date:  1978. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 
Order  number:  PB-283727  (tape  package) 

PB-283728  (documentation  only) 


Massachusetts  Health  Care  Panel  Study:  Third  Wave  Prevalence  Findings 

These  data  are  the  third  wave  of  a  6-year  longitudinal  panel  study  of  the 
health  care  and  social  service  needs  of  a  cohort  of  noninsti tutional ized 
elders  in  Massachusetts.    This  surviving  cohort  had  reached  the  age  of  70 
years  or  over  when  the  third  wave  information  was  drawn.    The  data  reveal  the 
extent  of  elderly  dependency  and  need  in  physical  and  social  function; 
priorities  among  unmet  needs;  mental  health  status;  reported  health  status  and 
utilization  of  health  services;  knowledge  and  use  of  social  services;  the  use 
of  informal  support  networks;  and  potential  risk  factors  involving  tobacco 
use,  sleep  patterns,  food  consumption,  housing  issues,  fear  of  crime, 
significant  life  events,  and  economic  circumstances.    Tape  compilation  date: 
1985  . 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB85 -1 1 61 68  (tape  package) 

PB84-219856  (documentation  only) 


National  Medical  Care  Expenditure  Survey:    Health  Insurance/Employer  Survey 
Data:    Premium  and  Medigap  Person  Level  Data  (EBCDIC  and  SAS  Files) 

The  data  in  these  files  were  obtained  as  part  of  the  Health  Insurance/Employer 
Survey  (HIES),  a  substudy  of  the  1977  National  Medical  Care  Expenditure  Survey 
(NMCES).    HIES  data  were  collected  from  employers  and  insurance  companies  of 
persons  who  signed  permission  forms  among  the  40,320-person  NMCES  sample, 
which  represents  the  U.S.  civilian  noni nsti tutional ized  population.    The  tape 
is  available  as  EBCDIC  and  as  SAS  files.    Tapes  contain  two  data  files  of  one 
record  per  person.    The  first  file  contains  data  on  health  insurance  status, 
premiums,  and  sources  of  payment  for  all  persons  in  the  sample;  and  the  second 
file  contains  health  insurance  benefit  provisions  for  privately  insured  sample 
members  65  years  or  older.    Files  containing  documentation  and  codebooks  for 
the  data  sets  and  an  SAS  format  library  are  also  on  the  tape.    The  data  files 
on  this  tape  have  the  capacity  to  link  to  each  other  and  to  the  NMCES  SAS 
person  level  household  data  file  (PB83-198077) ,  or  the  EBCDIC  file  (PB83- 
199539).    The  documentation  contains  descriptions  of  HIES  and  NMCES; 
information  on  sample  design,  population  weights,  variance  estimation,  and 
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imputation  of  missing  data;  a  description  of  file  structure  and  content;  and 
programming  information.    Tape  compilation  date:  1986. 


Character  set: 
Distri bution  media : 
Order  number: 


EBCDIC 

9  track,  1600  or  6250  bpi 
PB86-194685  (EBCDIC) 
PB86-194677  (documentation,  microfiche) 
PB84-219484  (documentation,  paper) 


PB86-194669  (SAS) 

PB86-194651  (documentation,  microfiche) 
PB84-219484  (documentation,  paper) 


National  Medical  Care  Expenditure  Survey:    Health  Insurance/Employer  Survey 
Data:    Premium  and  Private  Insurance  Benefits  for  the  Population  Under  65, 

forthcoming 

The  data  in  these  files  were  obtained  as  part  of  the  Health  Insurance/Employer 
Survey  (HIES),  a  substudy  of  the  1977  National  Medical  Care  Expenditure  Survey 
(NMCES).    HIES  data  were  collected  from  employers  and  insurance  companies  of 
persons  who  signed  permission  forms  among  the  40,320-person  NMCES  sample, 
which  represents  the  U.S.  civilian  noni nsti tuti onal ized  population.    The  tape 
will  be  available  as  EBCDIC  and  as  SAS  files.    Tapes  will  contain  two  data 
files  of  one  record  per  person.    The  first  file  will  contain  data  on  health 
insurance  status,  premiums,  and  sources  of  payment  for  all  persons  in  the 
sample;  and  the  second  file  will  contain  health  insurance  benefit  provisions 
for  privately  insured  sample  members  65  years  or  younger.    Files  containing 
documentation  and  codebooks  for  the  data  sets  and  an  SAS  format  library  will 
also  be  on  the  tape.    The  data  files  on  this  tape  will  have  the  capacity  to 
link  to  each  other  and  to  other  NMCES  data  files.    The  documentation  will  have 
descriptions  of  HIES  and  NMCES;  information  on  sample  design,  population 
weights,  variance  estimation,  and  imputation  of  missing  data;  a  description  of 
file  structure  and  content;  and  programming  information.    Tape  compilation 
date:  1987  . 


National  Medical  Care  Expenditure  Survey  Household  Data:  Hospital,  Physician, 
Nonphysician,  and  Dental  Records  (EBCDIC  and  SAS  Files) 

Data  in  these  files  were  obtained  from  the  1977  National  Medical  Care 
Expenditure  Survey  (NMCES)  from  a  sample  of  40,320  persons  representing  the 
civilian  noni  nsti  tutional  i  zed  population  of  the  United  States.    The  tape  (one 
of  a  set  of  two)  is  available  as  four  EBCDIC  data  files  or  four  SAS  data 
files.    Each  file  contains  one  record  per  event  of  use  of  hospital,  physician, 
nonphysician,  and  dental  services,  and  includes  information  on  variables  such 
as  charges,  sources  of  payment,  length  of  stay,  sites  of  care,  and 
conditions.    A  codebook  for  each  component  of  use  is  provided  as  well  as  a  SAS 
format  library  file.    The  data  files  have  the  capacity  to  link  events  of  care 
to  members  of  the  NMCES  sample  provided  on  the  EBCDIC  person  record  data  set 
(PB83-199539)  or  the  SAS  person  record  data  set  (PB83-198077) .  The 
documentation  contains  a  description  of  NMCES;  information  on  sample  design, 
population  weights,  and  variance  estimation;  information  on  imputation  of 
missing  data;  a  description  of  file  structure  and  content;  and  programming 
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information.    These  files  are  part  of  a  two- tape  set;  the  second  tape  contains 
records  on  prescribed  medicines,  eye  glasses  and  contact  lenses,  and  medical 
equipment  and  supplies.    Tape  compilation  date:    1985  . 


Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB85-246635  (EBCDIC) 

PB85-247435  (documentation,  3  items) 

PB82-250804 

PB82-201559 


PB85-246619  (SAS) 

PB85-247427  (documentation,  3  items) 

PB82-250804 

PB82-201559 


National  Medical  Care  Expenditure  Survey  Household  Data:    Person  Data 
(EBCDIC  and  SAS  Files) 

Data  in  this  file  were  obtained  as  part  of  the  1977  National  Medical  Care 
Expenditure  Survey  (NMCES)  from  a  national  sample  of  40,320  persons 
representing  the  civilian  noni nsti tuti onal ized  population  of  the  United 
States.    The  tape  is  available  as  an  EBCDIC  or  SAS  data  file  of  one  record  per 
person  on  population  characteristics;  health  status;  access  to  care  and  health 
insurance  coverage;  use,  expenditures,  and  sources  of  payment  for  medical  and 
related  services;  and  a  file  containing  the  codebook.    The  data  file  also  has 
the  capacity  to  link  sample  members  to  specific  households  so  that  family 
analyses  can  be  undertaken.    The  survey  reference  period  is  January  1  through 
December  31,  1977.    The  documentation  for  this  file  contains  a  description  of 
NMCES;  information  on  sample  design,  construction  of  population  weights,  and 
methods  of  variance  estimation;  information  on  imputation  of  missing  data  and 
related  procedures;  description  of  file  structure  and  content;  and  technical 
notes.    Tape  compilation  date:  1983. 


Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB83-199539  (EBCDIC) 

PB82-250796  (documentation,  3  items) 

PB82-250804 

PB83-199521 


PB83-198077  (SAS) 

PB83-198085  (documentation,  3  items) 

PB82-250796 

PB82-250804 
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National  Medical  Care  Expenditure  Survey  Household  Data:  Prescribed 
Medicines,  Eye  Glasses  and  Contact  Lenses,  and  Medical  Equipment  and  Supplies 
Records  (EBCDIC  and  SAS  Files) 


Data  in  these  files  were  obtained  from  the  1977  National  Medical  Care 
Expenditure  Survey  (NMCES)  from  a  sample  of  40,320  persons  representing  the 
civilian  noni nsti tutional ized  population  of  the  United  States.    The  tape  (one 
of  a  set  of  two)  is  available  as  three  EBCDIC  data  files  or  as  three  SAS  data 
files  of  one  record  per  event  on  use  of  prescribed  medicines,  eye  glasses  and 
contact  lenses,  and  medical  equipment  and  supplies.    Each  file  contains 
information  on  variables  related  to  use,  such  as  charges,  sources  of  payment, 
types  of  medications,  and  procedures  and  underlying  conditions.    A  codebook 
for  each  component  of  use  is  provided,  as  well  as  an  SAS  format  library 
file.    The  data  files  have  the  capacity  to  link  events  of  care  to  members  of 
the  NMCES  sample,  provided  on  the  EBCDIC  person  record  data  set  (NTIS  No. 
PB83-199539)  or  the  SAS  person  record  data  set  (NTIS  No.  PB83-1 98077) .  The 
documentation  contains  a  description  of  NMCES;  information  on  sample  design, 
population  weights,  and  variance  estimation;  information  on  imputation  of 
missing  data;  a  description  of  file  structure  and  content;  and  programming 
information.    These  files  are  part  of  a  two-tape  set;  the  other  tape  contains 
records  on  hospital,  physician,  nonphysi ci an ,  and  dental  services.  Tape 
compilation  date:  1985. 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB85-246643  (EBCDIC) 

PB85-247443  (documentation,  3  items) 

PB82-250804 

PB82-201559 


PB85-246627  (SAS) 

PB85-247419  (documentation,  3  items) 

PB82-250804 

PB82-201559 


National  Medical  Expenditure  Survey:  Inventory  of  Long-Term  Care  Places, 

forthcoming 

The  1986  Inventory  of  Long-Term  Care  Places  (ILTCP)  represents  the  sampling 
frame  and  preliminary  data  for  the  1987  National  Medical  Expenditure  Survey 
(NMES).    It  is  the  first  of  a  series  of  public  use  data  files  to  be  released 
from  the  survey.    The  inventory  is  a  comprehensive  listing  of  nursing  and 
personal  care  homes  and  facilities  for  the  mentally  retarded  in  the  50  States 
and  the  District  of  Columbia  and  constitutes  the  unedited  sampling  frame  for 
the  Institutional  Population  Component  (IPC)  of  NMES.    The  work  on  the 
inventory  was  cosponsored  by  the  National  Center  for  Health  Services  Research 
and  Health  Care  Technology  Assessment,  the  National  Center  for  Health 
Statistics,  and  the  Health  Care  Financing  Administration.    The  ILTCP  data  base 
consists  of  56,728  facility-level  records  and  includes  facility  identifiers, 
facility  and  patient/resident  characteristics,  and  administrative  and  field 
followup  information.    The  tape  will  contain  two  SAS  files,  part  1  and  part  2, 
the  size  of  which  depends  on  final  status  coding.    Part  1  contains  45,243 
records  and  58  variables.    Part  2  contains  11,485  records  and  27  variables. 
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The  tape  will  also  hold  documentation,  codebooks  for  the  data  files,  and  an 
SAS  format  library.    The  file  documentation  describes  NMES  and  the  ILTCP, 
ILTCP  limitations  and  data  collection  procedures,  and  file  structure  and 
content.    These  data  will  also  be  available  as  EBCDIC  files. 


Neighborhood  Health  Center  Household  Surveys 

This  series  of  files  contains  data  from  12  baseline  surveys  of  the  0E0 
neighborhood  health  centers  service  populations.    These  surveys  were  conducted 
in  1968-71  by  the  National  Opinion  Research  Center,  University  of  Chicago. 
Interviews  were  conducted  with  members  of  16,845  households  (54,210 
individuals)  residing  in  urbai?  and  two  rural  areas.    Data  include  utilization 
of  all  types  of  health  services,  attitudes  and  health  practices,  and  barriers 
to  health  care,  as  well  as  demographic  characteristics. 

Order  from  National  Opinion  Research  Center,  University  of  Chicago,  Chicago, 
IL  60637. 


The  New  Medical  Care  Delivery  System 

The  two  files  of  data  contained  on  this  tape  are  from  a  study  conducted  at  the 
Kaiser-Permanente  Health  Plan  in  Oakland,  CA,  to  test  and  evaluate  a  new 
medical  care  delivery  system,  widely  referred  to  as  the  "Garfield  Model." 
This  system  was  designed  to  provide  more  efficient  utilization  of  physicians, 
paramedical  personnel,  and  technology  in  the  provision  of  medical  care.  The 
system  attempts  to  reduce  waiting  time  for  the  first  appointment  of  new 
patients,  to  systematize  patient  workup  and  improve  its  comprehensiveness  and 
efficacy,  and  to  provide  efficient,  cost-effective  health  care  and  referral 
services.    Two  data  files  are  available.    The  first  contains  utilization  data 
of  samples  of  patients  from  the  new  system  and  from  the  traditional  system  at 
the  Oakland  facility.    It  includes  data  on  physician  visits  and  hours  of  care, 
visits  to  nurse  practitioners  and  hours  of  care,  laboratory  tests  and  x-rays, 
and  special  procedures  performed.    The  second  file  contains  data  on  patient 
satisfaction  with  the  new  system,  satisfaction  with  the  staff,  and  general 
demographic  information,  including  diagnosis.    Tape  compilation  date:  1975  . 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 
Order  number:  PB-246630  (tape) 


The  Nursing  Hosie  Simulation  Model  User's  Manual 

This  model  was  developed  because  of  two  parallel  concerns,  adequacy  of 
staffing  and  cost  in  nursing  homes.    The  model  helps  health  planners,  facility 
administrators,  and  regulatory  agencies  evaluate  the  effectiveness  and 
efficiency  of  alternatively  configured  long-term  care  facilities  providing 
different  types  of  care  to  a  variety  of  patients.    It  also  can  be  used  to 
evaluate  the  cost  effectiveness  of  snursing  care  under  alternative  staffing 
configurations  and  the  systems  for  the  delivery  of  care.    The  report  describes 
the  model  and  the  experiments  that  validate  its  characterization  and  evaluates 
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the  model's  usefulness  as  a  planning  and  regulatory  tool  for  long-term  care 
facil  i  ti es. 

The  tape  is  available  in  FORTRAN  IV.    Tape  compilation  date:  1976  . 

Character  set:  EBCDIC 

Distribution  media:    9  track,  1600  or  6250  bpi 

Order  number:  PB-249491  (tape  package) 

PB-242766  (documentation,  2  items) 

PB-248726 


Organizational  Structure  of  Health  Maintenance  Organizations  (HMOs) 

This  tape  contains  five  files:    The  Inventory  File  provides  organizational 
data  on  197  HMOs  operational  as  of  July  1,  1979  and  still  operational  at  the 
time  of  the  survey.    The  four  remaining  files  cover  data  on  48  HMOs  selected 
for  study.    The  Interview  File  contains  responses  of  up  to  six  officials  per 
HMO  to  indepth  questions  on  HMO  structure,  processes,  and  official's  attitudes 
and  opinions.    On  the  Physician  File,  there  are  responses  of  288  physicians 
from  43  of  the  48  HMOs  to  questions  regarding  their  relationship  with  the  HMO 
(payment,  communication,  supervision,  etc.)  and  their  attitudes  toward  the 
HMO.    There  is  also  some  information  on  94  nonrespondents  to  the  survey.  The 
Administrative  Staff  File  contains  responses  of  206  administrative  staff  from 
40  of  the  48  HMOs  (these  respondents  are  different  from  those  included  in  the 
Interview  File),  measuring  such  items  as  coordination,  supervision,  and 
satisfaction.    The  characteristics  of  the  service  areas  of  the  48  HMOs,  such 
as  number  of  hospital  beds,  number  of  physicians,  population,  and  sex  and  age 
of  population,  are  contained  on  the  Service  Area  Characteristics  File.  Tape 
compilation  date:  1984. 
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Patterns  of  Ambulatory  Care:  Evaluation  Research  Project — Clinical  Data  Base 
Tape 

This  tape  contains  details  about  the  services  provided  during  6,500  visits  to 
selected  ambulatory  care  clinics  and  the  cost  of  those  visits.    The  clinics 
were  operated  by  the  Los  Angeles  County  Department  of  Health  Services,  the 
organization  that  performed  this  study.    The  data  cover  services  received  by 
2,500  patients.    Data  on  specific  services  for  each  visit  were  combined  with 
standard  costs  of  the  services  and  used  to  evaluate  alternative  rate 
calculation  mechanisms  with  respect  to  such  criteria  as  ease  and  cost  of  bill 
preparation,  equi  tabil  i  ty,  and  acceptability  to  third-party  payers.  Forty- 
five  data  elements  are  included  for  each  visit,  providing  descriptive  data 
about  the  patient,  source  of  payment,  purpose  of  visit,  provider(s)  seen, 
diagnosis,  treatments/services,  medications,  and  time  (duration)  of  visit. 
These  data  were  collected  for  the  purpose  of  simulating  the  effect  of  using 
the  mechanisms  in  ambulatory  care  clinics.    The  final  report,  Patterns  of 
Ambulatory  Care:    Evaluation  Research—An  Empirical  Evaluation  of  Selective 
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Alternatives  to  Itemized  Rates,  describes  the  project  and  provides 
documentation  of  data  collection  procedures  and  clinic  data  base.  Tape 
compilation  date:  1980. 
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Plan:  A  Computer  Model  for  Planning  Locations,  Capacities,  and  Schedules  of 
Outpatient  Facilities  (Software) 

This  tape  contains  a  model  for  using  behavior  parameters  along  with  economic 
information  and  social  and  physical  constraints  for  planning  a  network  of 
outpatient  facilities  for  a  region.    The  behavorial  parameters  relate  to  the 
way  distance  and  waiting  time  affect  patterns  of  attendance  of  competing 
ambulatory  care  facilities.    The  model  uses  a  heuristic  "pattern-search"  to 
obtain  solutions  to  enable  a  planner  to  rank  alternative  locations  for  one  or 
more  new  facilities  and  also  to  determine  which  facilities  might  best  be  shut 
down  or  merged. 

The  study  was  done  by  the  University  of  Massachusetts,  Department  of 
Industrial  Engineering  and  Operations  Research,  Amherst,  MA.    The  data  file 
was  produced  on  a  CDC,  Cyber  74  model  NOS  operating  system.    The  software  is 
written  in  FORTRAN.    Tape  compilation  date:  1978. 
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Order  number:  PB -2795 78  (tape  package) 
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Responses  of  Canadian  Physicians  to  the  Introduction  of  Universal  Medical  Care 
Insurance:    The  First  Five  Years  in  Quebec 

This  tape  consists  of  seven  files  on  how  physicians  responded  when  medical 
care  insurance  was  introduced  in  the  Province  of  Quebec:    A  Physician  Master 
File  (PMF)  contains  data  on  all  physicians  in  Quebec  Province  from  1971  to 
1975.    The  variable  length  record  Beneficiary  Utilization  File  (BUF-VL) 
contains  the  information  on  medical  utilization  for  each  sampled  beneficiary 
in  the  Province  who  has  a  record  of  utilization  in  a  1-year  period.  There 
were  five  different  age-sex  groups  (one  file  for  each)  sampled  during  each  of 
three  1-year  periods.    The  sample  was  also  stratified  by  location  and  time. 
Only  beneficiaries  who  actually  received  services  were  included.    The  fixed 
length  record  Beneficiary  Utilization  File  (BUF-FL)  contains  information  on  a 
sample  of  beneficiaries  for  the  Quebec  Health  Insurance  Plan  for  five 
different  age-sex  groups  (one  file  for  each  age-sex  group)  sampled  during  each 
of  the  three  1-year  periods,  stratified  by  location  and  time.    The  Telephone 
Survey  of  General  Practitioners  File  contains  the  responses  to  a  telephone 
survey  of  a  sample  of  2,000  general  practice  physicians  in  the  spring  of  1977. 
The  survey  was  conducted  with  the  cooperation  of  the  Federation  des 
Omni practiciens  du  Quebec  (FM0Q).    The  Market  Area  Subset  File  contains  data 
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on  the  socioeconomic,  demographic,  and  medical  conditions  of  each  of  64 
individual  medical  service  market  areas.    The  Consultation  File  (CONSUL) 
contains  individual  records  of  visits  to  physicians,  upon  referral  by  other 
physicians  (four  reels).    The  Diagnostic  File  (DIAG)  provides  data  on  alV 
procedures  performed  for  specific  diagnoses  during  selected  time  periods  from 
1970-75  (19  reels). 

Software  is  FORTRAN,  except  the  CONSUL  and  DIAG  files  that  are  written  in 
PL/1.    Tape  compilation  date:  1979. 
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Survey  Data  of  Medical  Group  Practices  Study:    Formatted  Data  Tapes 

The  objective  of  this  nationwide  survey  was  to  develop  a  data  base  for  a 
series  of  proposed  analyses  on  the  economics  of  group  practice  in  the  United 
States.    The  medical  specialties  included  in  the  survey  were:  general 
practice,  internal  medicine,  pediatrics,  general  surgery,  and  obstetrics  and 
gynecology.    The  data  are  in  two  files  (on  two  reels  each).    The  Group  File 
contains  data  on  the  groups'  legal  and  administrative  structure,  medical 
support  staff,  and  income  distribution  scheme  of  957  group  practices.  The 
Physician  File  contains  all  data  on  the  group  file  and  a  survey  concerning 
scheduling  of  patient  appointments  of  6,342  physicians  in  the  group  practices. 

The  software  is  written  in  FORTRAN.  The  final  report  is  entitled,  Analyses  of 
Economic  Performance  in  Medical  Group  Practices.    Tape  compilation  date:  1980. 
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Triage:    Coordinated  Delivery  of  Services  to  the  Elderly 

This  is  a  model  project  designed  to  overcome  organizational  and  financial 
barriers  inhibiting  the  provision  of  appropriate  care  to  the  elderly.  Triage 
teams  made  up  of  a  nurse  clinician  and  a  social  worker  performed  assessment, 
service  coordination,  and  monitoring  functions.    Services  arranged  by  the 
teams  were  financed  through  a  series  of  waivers  on  the  use  of  Medicare 
funds.    Between  March  1974,  when  the  first  client  was  enrolled,  and  April 
1978,  when  the  program  was  closed  to  new  clients,  there  were  2,128  clients 
enrolled.    The  demonstration  setting  was  the  Central  Connecticut  Planning 
Region.    The  complete  data  base  is  produced  on  three  reels:    Two  reels  contain 
patient  assessment  and  reassessment  data  on  a  wide  range  of  social, 
psychological,  economic,  health,  medical,  and  functional  factors  about  the 
2,128  clients  participating  in  the  demonstration.    One  of  these  reels  contains 
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four  files-- two  files  contain  initial  assessment  data  and  two  contain  SPSS 
programs  used  to  generate  descriptive  statistics  on  the  initial  assessment 
data.    The  second  reel  contains  six  files,  five  of  which  contain  periodic 
reassessment  data  and  one  of  which  contains  the  SPSS  program  used  to  generate 
descriptive  statistics  and  the  reassessment  data.    Initial  assessments  were 
made  on  the  total  study  population  and  a  reassessment  at  the  close  of  the 
project  was  made  on  those  remaining  after  attrition.    Periodic  reassessments 
(every  6  months  for  2  years)  were  made  on  two  subset  popul ations--the 
Experimental  Group,  which  included  those  persons  from  the  larger  Triage  Group 
that  entered  the  program  from  August  1976  -  January  1977,  and  a  nonequi val ent 
Comparison  Group,  who  were  chosen  during  the  same  time  period  from  a  different 
area  of  the  State  with  demographic  characteristics  similar  to  the  triage 
demonstration  area.    The  third  reel  of  this  data  base  contains  seven  files  of 
cost  data  derived  from  several  sources,  including  payments  made  by  the  fiscal 
intermediary  that  reimbursed  for  services  provided  to  triage  clients;  payments 
made  for  services  not  prescribed  by  the  triage  teams  and  which  were  paid 
through  a  third  party  on  behalf  of  Medicare  or  Medicaid;  and  diaries  of 
expenditures  for  services  that  clients  maintained,  generally  self-paid  for 
noncovered  services  and  supplies.    The  files  are  organized  to  facilitate 
either  longitudinal  or  comparative  analyses.    Tape  compilation  date:  1982. 
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Women's  Community  Health  Care  Survey:    Data  Tape 

This  survey  was  designed  as  the  data  collection  phase  of  an  intramural  project 
investigating  the  indirect  costs  of  obtaining  medical  care  services.  The 
objective  of  the  contract  was  to  field  a  community  probability  survey  of 
approximately  1,100  women  aged  13  to  44  in  low-income,  high-density  census 
tracts  of  Dallas  County,  TX.    The  scope  of  the  data  collection  contract 
included  normal  procedures  for  surveys:    pretest  of  the  survey  instrument, 
interviews,  coding,  keypunching,  and  editing  records  for  a  computerized  file 
of  individual  respondents  with  all  personal  identifiers  removed.    The  sample 
design  and  selection  and  the  survey  instrument  were  specified  by  NCHSR.  The 
survey  questionnaire  included  questions  on  use  of  health  services  (primarily 
female  health  services),  indirect  costs  of  obtaining  care,  health  status, 
health  attitudes,  and  family  economic  and  demographic  characteristics  for 
1977.    The  indirect  cost  of  obtaining  care  includes  individual  subjective  time 
costs,  travel  and  child  care  costs,  and  other  inconveniences  faced  in  seeking 
care.    The  individual  time  values  are  measured  by  wage  rates  for  labor  market 
respondents  and  by  "reservation  wages"  for  nonmarket  women.    The  survey 
located  1,134  eligible  respondents  in  816  households.    Of  the  eligible  women, 
85%  (960)  completed  interviews.    Computerized  records  were  created  for 
household  information  and  for  individual  responses.    Tape  compilation  date: 
1982. 

The  NCHSR  analysis  based  on  this  data  base  is  available  from  University 
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Microfilms  as:    Coffey,  R.  M.  (1980).    The  effect  of  time  on  the  demand  for 
female  medical  care  services  (doctoral  dissertation,  Southern  Methodist 
Uni versi ty) . 
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World  Health  Organization/International  Collaborative  Study  of  Medical 
Care  Util ization 

This  file  provides  data  from  household  interviews  with  47,707 
noninstitutional  ized  persons  in  12  study  areas  over  a  12-month  period  from 
June  1,  1968  to  May  31,  1969.    The  study  areas  represent  a  total  population  of 
about  15  million  in  seven  countries  (Argentina,  Canada,  Finland,  Poland, 
United  Kingdom,  United  States,  and  Yugoslavia).    Data  items  include  selected 
demographic  characteristics;  several  attitudinal  and  socioeconomic  factors; 
the  respondents'  perception  of  illness  and  its  severity;  and  the  use  of  five 
major  health  care  components,  including  ambulatory  physician  care,  hospital 
services,  drug  utilization,  dental  and  vision  care,  and  other  services 
provided  by  selected  categories  of  nonphysician  health  care  personnel. 

The  data  file  was  produced  on  an  IBM  370/135  model,  VS-1  operating  system. 
Order  from  the  National  Archives  and  Record  Service,  Machine-Readable  Archives 
Division,  Washington,  DC  20409. 
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Distribution  media:    9  track,  1600  bpi 

Order  number:  Archives  Record  Group  No.  90  (tape) 

Accession  No.  NN-375-175  (documentation) 


Ordering:    Unless  otherwise  indicated,  all  tapes  can  be  purchased  from 
National  Technical  Information  Service  (NTIS),  Data  Base  Services  Division, 
5285  Port  Royal  Road,  Springfield,  VA    22161,  either  by  using  the  order  form 
or  by  phone.    Purchase  prices  are  not  listed  and  should  be  obtained  at  the 
time  of  ordering  by  calling  NTIS,  703/487-4807. 

Documentation  is  provided  with  each  tape  as  a  tape  package.    In  some 
instances,  documentation  may  be  purchased  separately.    Please  refer  to 
individual  abstracts  for  more  information  or  contact  NTIS.  Further 
information  on  the  projects  themselves  may  be  obtained  from  NCHSR,  Room  18-12, 
5600  Fishers  Lane,  Rockville,  MD    20857;  301/443-4100. 
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